The Incident With the Julie Car

The Julie car is a three wheeled, rubber tired personnel carrier that
was used at the Pilgrim Mine to transport repairmen and mechanics from the
surface to areas of the underground mine where machinery maintenance work
was required.

On June 1, 1979, some nine months before the date of Mr. Bryant's
discharge, Mr. Bryant instigated a work stoppage that Involved himself
and two other members of his maintenance crew that lasted approximately
on hour.  The grounds for the stoppage were (1) that the Julie car did
not have a fire extinguisher and when this was found and provided that
(2) the Julie car did not have a jaclc and jackbar and when this was provided
that (3) Mr. Bryant and the other two miners did not have their safety
glasses with them.  When Delmar Tate, the maintenance foreman, finally
borrowed some glasses from the desks or lockers of other foreman, Mr. Bryant
and the other two miners proceeded to their work stations and Mr. Tate
filed a complaint of their conduct with Lloyd White, the division manager.

This all occurred on the third or hootowl shift.  At 7:00 a.m. the
following morning Mr. White held a meeting with Mr. Tate, Mr. Bryant and
the two other miners involved.  The miners were provided with a union
representative.  A transcript of most of what transpired was provided for
the record as RX-16.  This was supplemented by testimony from Mr. White,
Mr-. Bryant and one of the miners Involved, Mr. Robert Stair.

The Secretary claims this incident created in the mind of Lloyd
White and other members of the mine management team an abiding animus
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